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SUBJECT Raw Material Supply Situation at the BEM Bergmanne NO.OF PAGES 1 
Borsig Plant as of 31 July 1952 


25xX1 | 
PLACE . 2 NO.OF ENCLS 2 (3 pages) © 
ACQUIRED ; (LISTED BELOW} 
25X11 | 
DATE OF SUPPLEMENT TO - 
INFO. REPORT NO. . 
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Fa THIS DOCUMENT CONTAINS Si NeouAnON AFFECTING THY NATIONAL DEFENSE F° 


ae | OF THE UBITED STATES, WITHIN THE REANING OF TITLE 16. SECTIONS 723 : ' . 
bi] AND 794, OF THE U. 3. CODE. AS ANENDED. ITS TRANSIISSION OR REVEL 6's THIS IS UNEVALUATED INFORMATION 


“]atiol oF 17S CONTENTS TO OB BECELCT BY AN UNAUTHORIZED PERSON f 
PROHIBITED BY LAW THE REPRODUCTION OF THIS FOR 15 PROHIBITAD. 


25X14 Fhe follewing shows the raw meteriai surply situation at VE EKM 
Rergmenn—Rorsig (VER), Rerlin-Wilhelrsruh, ar of 31 July 1952, All figores 
are given in metric tons. 
Plamned Specific 
Requirerents for Ailocations Orders froont 
Veterial, na AO8Z, eee Suey. Kontingente) (Re-te’ lenpen Resi ized 
Serji-finiched rreducts 

for forges 300 388 He aah 
Prefiles, "" end tI" 

NP # = 12 260 278 cara 236 
Profiles, "0" and "I" a, 

NP 20 and over 3 A440 1,020 . 1,026 436 
Ber steel un te 30 mm. 96 é7 wd ed 
Rar steei over 3C rm, . 2,070 £58 £26 460 
Light and rediur plate 2,430 621 579 426 
Heavy plate, including : 

hedier plate 5,150 3,515 3,515 13°77 
Bar steel, high quality 
eteels 270 127 TL 8 
Dynaro and transforrer plate 542 333 332 423 
Seerless pipe £5600 2,062 "2,269 210 
Resring metal YY 10 7.5 342 32 3g 
Rearing metal WY 20 119 0,3 . O5 als 
Rolied products, copper Te 2h 2h, 3 
Rolled products, brass 219 44 AO 39 
Rolied products, aluminum Ral é é i 
Grey iron castings 3,825 1,294 1,653 moh 
Steel reuld eastings 600 519 BO, 245 
Forged cieces (withort 

tianges) 57 538 £86 ? 
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